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9 September 1974 


MEMORANDUM FOR: Director of Personnel 
SUBJECT » PMCD Ranking of Supergrades 


The DD/A recommends reconsideration of the following 
positions: 


a. Upgrade Director of Medical Services to EP-V 


b. Upgrade Deputy Director of Medical Services 
to GS-18 


c. Downgrade Chief, Supply Division, OL to 
GS-16 


d. Upgrade Executive Officer, OL, to GS-17 


e. Upgrade Executive Officer, 0/DD/A, to GS-17 


ws 


John F. Blake 
Deputy Director 
for 
Administration 


cc: Career Management Officer, DD/A 
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